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Message Text 

CONFIDENTIAL 

PAGE 01 PARIS 08802 141120Z 
ACTION EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO DODE-OO NSAE-00 USIA-06 
TRSE-00 SOE-02 DOE- 11 CIAE-00 COME-OO /040W 

099729 141849Z/46 

R 141117Z MAR 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 8587 

CONFIDENTIAL PARIS 08802 

US OECD 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, UR, US 

SUBJ: US PHOTOMULTIPLIER TUBE TO USSR - IL 1549 

REFS: A) COCOM DOC. (77) 871, B) STATE 62957, C) PARIS 
37134 

1 . SINCE FRENCH SPECIFICALLY REQUESTED WHAT TYPE OF 
LABORATORY TEST THE TUBE WILL BE APPLIED TO, USDEL 
BELIEVES ATTEMPT SHOULD BE MADE TO OBTIAN THIS INFORMA- 
TION FROM APPLICANT BEFORE RESPONDING TO FRENCH DEL. 

PERHAPS THIS COULD BE DONE BY CALLING APPLICANT RATHER 
THAN TAKING RECOURSE TO RWA AS SUGGESTED IN PARA 

2 REF B. 

2. PARA 1 REF B MENTIONS THAT EXPORTS OF 541 SERIES 
HAVE BEEN APPROVED FOR THE USSR AND CITES BTR A-236523. 

IS THERE A COCOM DOC. FOR THAT CASE THAT CAN BE CITED TO 
THE FRENCH? 

SALZMAN 

CONFIDENTIAL 


NNN 
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